125   CUMBERLAND  TERRACE, REGENT'S PARK. London.    Ca. :5;o.    Jc-hn Nash, architect

1:6   THE ATHEN.F.CM CLUB, PALL MALL, London,    18:19-30,   Decimus Burton, architect.